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CENTERING OF U-JOINTS IN HALF-ROUND END YOKES 


When installing universal joints it is imperative 
that all the necessary retaining rings be installed 
on the bearing cups. The bearing cups that 
mount in the drive shaft may use internal or 
external retaining rings. If a external retaining 
ring is used to secure the bearing there will be a 
groove in the drive shaft yoke ear hole, figure 2, 
to receive the ring. 

Bearing cups that are the plain round type use 
locator tabs in the end yoke to position the joint. 
Bearing cups which have a retaining ring groove 
and mount in the end yoke use internal retaining 
rings to locate and center the joint, figure 2. The 
retaining rings should fit flush against the inner 
sides of the end yoke, figures 1 & 2. Failure to 
install these retaining rings can result in the u- 
joint not being properly centered and drive shaft 
vibration. The applications where this can occur 
commonly use the 315G/317 or 534G u-joint. 
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